DIAMOND TOOLS 


Condensed Catalog Supplement 8 


To Catalog Sections W15 and G45 
AUGUST 1, 1949 


DIAMOND CALK HORSESHOE CO. 


DULUTH 7, MINNESOTA TORONTO, CANADA 


DIAMALLOY FEATHERWEIGHT ADJUSTABLE 
WRENCHES 
Page 3, Catalog Section W15 


Drop Forged Diamalloy Steel 


Nickel Chrom. No. Sizes, Inches Capacity, Inches Nickel Chrom. No. Sizes, Inches Capacity, Inches 
D74 4 4% D712 12 135 
D76 6 34 D715 15 133 
D78 8 44 D718 18 275 
D710 10 1\% D724 24 2x5 
DIAMOND ALL-STEEL MONKEY WRENCHES DIAMALLOY ADJUSTABLE DOUBLE END 
Page 8, Catalog Section W15 WRENCHES 


Page 3, Catalog Section W15 


Drop Forged Diamalloy Steel 
Drop Forged Tool Steel Nickel Chrom. No. Sizes, Inches Capacity, Inches 
DB 76 4 a oe 4 
ee cc212 DB710 8 to 10 aie 
Size, Inches Soins 5 oe acdh baaws dh Neale ears anes aeaets 12 BB712 10 to 12 llYy-lys 
NICKEL PLATED DIAMOND ADJUSTABLE 
DIAMOND AUTO WRENCHES WRENCHES 


Page 7, Catalog Section W15 


— 


Page 8, Catalog Section W15 


Drop Forged Tool Steel 
(Not Illustrated in Catalog) 


Drop Forged Tool Steel 


; ING io oss cicesien aos ses A24 Size; Inches: ...4 2¢¢6.505 4 

apa as i ae ete A26 Size, Inches:.....+. 001000 6 

ING ccc tatgna s heer C29 Size, Inches............... 9 ING Ko alnist cidade pete ee A28 Size, Inches... 3 kisas veo 8 
INGA. oS onhee ee anaes C211 Size, Inches.............. 11 ING Sih ca eietera die Steger A210 Size, Inches.............. 10 
NOss6sk acts uneds canes C215 Size, Inches.............. 15 INO been ia 2 ees te eo a A212 Size, Inches.............. 12 


NG semis caekeuntes C218 Size, Inches. <.....).0...2- 18 Replacing the Former Black Diamond 


DIAMALLOY END CUTTING NIPPERS 
Page 12, Catalog Section W15 


Drop Forged Diamalloy Steel—Gun Metal Finish Handles 
Polished Head—Electronically Hardened Cutting Edges 


Size, Inches.............. 6 
Size, Inches.:.......0%5.. 7 


HEAVY DUTY CUTTING NIPPERS 


V2 Sr 


Drop Forged Diamalloy Steel 
Polished Head—Green Enameled Handles 
Electronically Hardened Cutting Edges 
(Not Illustrated in Catalog) 


EMO stace, sracde Sinus. Haceists, ¥ GG-010 
INO sty 6: o> tera psc oe GG-014 


Size, Inches.............. 10 
Size, Inchees: 3... 64.34. 14 


Drop Forged Diamalloy Steel 
Nickel Plated, No... . .HB28 Size, Inches: oi<66:05 5.008. 8 
Nickel Chrome, No. .. .HB18 Size; Inches 3 9208 Fess cain 8 


DIAMALLOY MOTOR PUMP PLIERS 
Page 13, Catalog Section W15 


Drop Forged Diamalloy Steel 


Nickel Finish, No... .HP2914 Size, Inches... 6:09 cds 9144 
Nickel Chrome Plated 
Novas nentacueuet HP1914 Size, Inches............. 914 


DIAMALLOY LONG NOSE SIDE 
CUTTING PLIERS 
Page 13, Catalog Section W15 


Drop Forged Diamalloy Steel—Gun Metal Finish Handles 
Polished Head—Electronically Hardened Cutting Edges 


No bitscc gies Srarevereh totais SN56 Size, Inches.............. 6 


DIAMALLOY LONG NOSE PLIERS 
Page 13, Catalog Section W15 


Drop Forged Diamalloy Steel—Gun Metal Finish Handles 
Polished Head 
Nise sarees «Gawd die LN56 


DIAMALLOY NEEDLE NOSE PLIERS 
Page 13, Catalog Section W15 


Drop Forged Diamalloy Steel—Gun Metal Finish Handles 
Polished Head 
Noss ants ter ouatiieecs NN56 Size; Inches..5..... 0) 02 +. 6 


Size, Inches.............. 6. 


DIAMALLOY EXTRA LONG NOSE 
DUCK BILL PLIERS 


Polished Head—Gun Metal Handle—Diamalloy Steel 
DN58, overall length, in.. .8 Length of Jaws, in.......... 3 


DIAMALLOY HANDIMAN 
Page 13, Catalog Section W15 


Drop Forged Diamalloy Steel — Nickel Chromium Plated 
Electronically Hardened Cutting Edges 
ING shies +e cuatids nes DHI16 zs, INCHES... 355505. oes 8 6 


DIAMALLOY STAPLE PULLERS 
Page 13, Catalog Section W15 


Drop Forged Diamalloy Steel—Semi-Polished | 
R51 Size, Inches............6. 10 


DIAMALLOY METAL CUTTING SNIPS 
Page 14A, Catalog Section W15 


) 


Drop Forged Diamalloy Steel—Nickel Chromium Finish 
Electronically Hardened Cutting Edges 
No. DS 7..Over-all Length, in. 7 ...Cutting Length, in. 134 


No. DS10. .Over-all Length, in. 10 ...Cutting Length, in. 214 
No. DS12. .Over-all Length, in. 1234. ..Cutting Length, in. 3 


Drop Forged Diamalloy Steel—Nickel Chromium Finish 
Electronically Hardened Cutting Edges 

No. DC 7..Over-all Length, in. 7 ...Cutting Length, in. 134 

No. DC12..Over-all Length, in. 1234. ..Cutting Length, in. 3 


Combination Pattern 


Drop Forged Diamalloy Steel— Nickel Chromium Finish 
Electronically Hardened Cutting Edges 


DSC14, overall length, in... 14 Cutting length, in........ 3% 


Heavy Duty Snips 


Drop Forged Diamalloy Steel—Nickel Chromium Finish 
Electronically Hardened Cutting Edges 


DSS16, overall length, in...16;3; | Cutting length, in........23% 


g 
3 
XX 


DIAMOND THIN STRAIGHT NOSE PLIERS 


Drop Forged Tool Steel 


No. N15 Nickel Chromium Plated, Size, Inches............ 5 
No. N16 Nickel Chromium Plated, Size, Inches............ 6 
No. N18 Nickel Chromium Plated, Size, Inches............ 8 
No. N110 Nickel Chromium Plated, Size, Inches............ 10 
No. N25 Nickel Plated, Size, Inches...................4.. 5 
No. N26 Nickel Plated, Size, Inches...................... 6 
No. N28 Nickel Plated, Size, Inches...................... 8 
No. N210 Nickel Plated, Size, Inches...................... 10 


DIAMOND THIN BENT NOSE PLIERS 
Page 11, Catalog Section W1I5 


aE 


Drop Forged Tool Steel 
No. M16 Nickel Chromium Plated, Size, Inches.............. 6 
No. M26 Nickel Plated, Size, Inches..................-.005 6 


DIAMALLOY SLIP JOINT PLIERS 
Page 12, Catalog Section W15 


SS 


Drop Forged Diamalloy Steel—Nickel Chromium Plated 


Nose. scatter tetees HI16 Size, Inches.............. 6 
INO vise is sie a iywereeeetes H18 Size, Inches.............. 8 
Norsk a8 orstacctancinsaret's H110 Size, Inches.............. 10 


DIAMALLOY SLIP JOINT SIDE 
CUTTING PLIERS 
Page 12, Catalog Section W15 


So 
Drop Forged Diamalloy Steel—Nickel Chromium Plated 
Electronically Hardened Cutting Edges 


Nos. janes some sates PHI7 


MOTOR SPECIAL COMBINATION PLIERS 
Page 11, Catalog Section W15 


Size, Inches.............. 7 


Drop Forged Tool Steel 


No. K15 Nickel Chromium Plated, Size, Inches............ 5 
No. K16 Nickel Chromium Plated, Size, Inches............ 6 
No. K18 Nickel Chromium Plated, Size, Inches............ 8 
No. K110 Nickel Chromium Plated, Size, Inches............ 10 
No. K25 Nickel Finish, Size, Inches. ...................5. 5 
No. K26 Nickel Finish, Size, Inches...................... 6 
No. K28 Nickel Finish, Size, Inches...................... 8 
No. K210 Nickel Finish, Size, Inches...................... 10 


D. C. COMBINATION PLIERS 
Page 11, Catalog Section W15 


Drop Forged Tool Steel—Nickel Plated—Satin Finish 


NOs. ae tatwas.cuwtels K35 Size, Inches.............. 5 
INO 655 ance aOysies s eeieed K36 Size, Inches.............. 6 
INGOs 325 ves na vanroes K38 Size, Inches...5. << .iaec <3 8 
INO, 5, scnsiocZiteexs x08 22 K310 Size, Inches.............. 10 


K35 and K36 sold in bulk packages in gross lots only. 


DIAMOND SLIP JOINT SIDE CUTTING PLIERS 
Page 11, Catalog Section W15 


Drop Forged Tool Steel 
Electronically Hardened Cutting Edges 
No. P17 Nickel Chromium Plated, Size, Inches............. 7 
No. P27 Nickel Finish, Size, Inches........................ 7 


DIAMALLOY DIAGONAL CUTTING PLIERS 


Drop Forged Diamalloy Steel—Gun Metal Finish Handles 
Polished Head—Electronically Hardened Cutting Edges 
4 


Osi: 0<.2 MR wah diet bets S-54 Size, Inches.............. 
NGi sh vistes saeco ne es S-55 Size, Inches.............. 5 
ING: 2% wrasoseie urea vee ae S-5 Size, Inches.............. 6 


6 
Available in Nickel-Chrome Plated Finish. 
DIAMALLOY HEAVY DUTY DIAGONAL 


CUTTING PLIERS 
Page 12, Catalog Section W15 


Drop Forged Diamalloy Steel—Gun Metal Finish Handles 
Polished Head—Electronically Hardened Cutting Edges 


Size, Inches.............. 7 


DIAMALLOY PLASTIC INSULATED HANDLE 
HEAVY DUTY DIAGONAL CUTTING PLIERS 
Page -12A, Catalog Section W15 


Drop Forged Diamalloy Steel—Polished Head 
Red Plastic Insulated Handles 
Electronically Hardened Cutting Edges 
ISS5 Size, Inches.............. 7 
DIAMALLOY LINEMEN’S SIDE 
CUTTING PLIERS 
Page 12, Catalog Section W15 


ING ccacvactuc asta g opetes SL56 Size, Inches..........:..- 
INGic digesta te vince? SL57 Size, Inches.............. 7 
INOS. ov cxticnana Cncties SL58 Size, Inches.............. 8 


DIAMALLOY PLASTIC INSULATED HANDLE 
LINEMEN’S SIDE CUTTING PLIERS 
Page 12A, Catalog Section W15 


Drop Forged Diamalloy Steel—Polished Head 
Red Plastic Insulated Handles 
Electronically Hardened Cutting Edges 


Nessie Bons ote et ISL56 Size, Inches.............. 6 
Nous dsan Siadess ates ISL57 Size, Inches.............. 7 
NG ith iccesakuanode a4 ISL58 Size; finches<:5 2221232003 8 


DIAMALLOY ALL PURPOSE UTILITY TOOL 
Page 14, Catalog Section W15 


~DIAMOND= 


\s Drop Forged Alloy Steel 


Natural Black, Notacciex 
Nickel Plated, No....... 
Length; Inches... 050665 Sissseenvcstess 


GENUINE DIAMALLOY REPAIR PARTS 
Page 5, Catalog Section W15 


Size 2 3 4 5 

Inches Jaw Knurl Pin Spring 
4 AD 44J AD 44K AD 44P AD 44S 
6 AD 46J AD 46K AD 46P AD 46S 
8 AD 48J AD 48K AD 48P AD 48S 
10 AD410J AD410K AD410P AD410S 
12 AD412J AD412K AD412P AD412S 
15 AD415J AD415K AD415P AD415S 
18 AD418J AD418K AD418P AD418S 
24 AD424J AD424K AD424P AD424S 


DIAMALLOY PARTS ASSORTMENTS 


Consist of following: 


Size Jaw Knurl 
Inches Number Quantity Number Quantity 
4 AD 44J 2 AD 44K 2 
6 AD 46J 5 AD 46K 3 
8 AD 48J 4 AD 48K 4 
10 AD410J 2 AD410K 2 
12 AD412J 1 AD412K 1 
Size Pin Spring 
Inches Number Quantity Number Quantity 
4 AD 44P 2 AD 44S 2 
6 AD 46P 3 AD 46S 3 
8 AD 48P 3 AD 48S 3 
10 AD410P 2 AD410S 3 
12 AD412P 1 AD412S 2 


Diamond wrench parts interchangeable with Diamalloy except 
in the movable jaw. Please order separate on this item. 


DIAMOND CRATE OPENERS 
Page 14, Catalog Section W15 


Matirali Blacks Nos iieSpiveiss.scaie s Moros seterde dane tioaarcaaes T59 
Nickel Plated, No... ......... 0.0 cccccccccccccccccceeees T29 
Size, Tnehies «03025 <cctcs pagoda eyoie ok oso vise esis toceleia ¢ Fe 9% 


LITTLE DIAMOND CRATE OPENERS 
Page 14, Catalog Section W15 


Drop Forged Tool Steel 


Natural’ Black: Noises aici saniss odloss sane nsatins te eas TL56 
Nickel!Pia ted’ (N65 5c0 aod fies carateels osteo dana’s SO Is TL26 
Length: Inches sis..sd cots cocessis cocovesa 4:0 sds dsacs 5-6 .ayendeamovarar ee 6% 


DIAMOND MONKEY AND AUTO WRENCH 


REPAIR PARTS 
Page 10, Catalog Section W15 


Monkey Wrench 


a | Jaw Knurl Pin 
Size Nickel Nickel Nickel 
In. No. No. No. 
12 CC212J CC212K CC212P 
Auto Wrench 
Size Jaw Knurl Pin | 
In. Nickel No. Nickel No. ___Nickel No. 
9 J C 29K Cc 
11 C211J C211K C211P 
15 C215J C215K C215P 
18 C2185 C218K C218P 


COMBINATION PLIER REPAIR PARTS 
Page 11, Catalog Section W15 


45BN—5-in. Bolts and Nuts 48BN — 8-in. Bolts and Nuts 
46BN—-in. Bolts and Nuts 410BN—I0 in. Bolts and Nuts 


MOTOR PUMP PLIER REPAIR PARTS 
Page 13, Catalog Section W15 
19’4BN—Bolt and Nut 


DIAMALLOY METAL CUTTING SNIP REPAIR PARTS 
Page 15A, Catalog Section W15 

DSBN 7— 7"! Bolt and Nut DCBN 7— 7" Bolt and Nut 

DSBN10—10" Bolt ‘and Nut DCBN12—12" Bolt and Nut 


DSBN12—12" Bolt and Nut DSCN 14—14"' Bolt and Nut 
DSSN 16—16" Bolt and Nut 


PRINTED IN U.S.A 


